PLAZA MOTEL 
West of;Elk City, Oklahoma 
Highways 66 & 34 - Telephone 15^ 
15 Units Equipped with Tile Bath - 
Furnace Heat - Air Conditions 
Wall to Wall Carpets 
Telephone in Each Unit 
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